LUV 
by Murray Schisgal 


Directed by Daniel Schweid 


Scenery by Geoffrey Hall Costumes by Nancy Haffner 
Lighting by David Filkins 


CAST 
(in order of appearance) 


Harry Berlin James Goodwin Rice 
Milt Manville Stephen Rotblatt 
Ellen Manville Deborah Hedwall 


Act I: A bridge, evening 
Act II: The same - four months later 


Assistant to the Director Kristin Jollif 
Light Board Operator George Andoniadis 


OUR THANKS TO THE COMPANY! 
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We are overjoyed and grateful for the enthusiasm and support of the local 
community - restaurants, merchants and individuals. The donations of food 
and merchandise have helped make this year's Gala succesful beyond our 
expectations. WE THANK YOU! 
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The company of Lexington Conservatory Theatre extends a very special Thank 
You to the members of our Board of Advisors who have committed their time 
and energy to this event. 
Dr. Glen and Vickie Joshpe 
Dr. Steven Bock and Jean Schofield 
Francis and Barbara Hinkley 
Raymond and Blanche Smullyan 
Kay Stamer 
Ruben Garcia 
Jacques Francais and Lynne Charnay 
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THANKS TO EVELYN WEISBERG! While planning our 5th season on the mountain top, 
we are aware of the contributions made to LCT by Evelyn. She is dedicated to 
the arts and responds to our needs. The more than 100 actors, directors, 
writers, technical experts, artists, designers and staff who have enjoyed the 
special summer atmosphere here at LCT express our thanks. 
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